Brief comment text:

Please do not change the 900 MHz band.  I and many other amateur radio operators use this band with meshtastic nodes.  The proposed changes would disrupt this and negatively impact the use of amateur use of this band. The proposed uplink and downlink frequencies would negatively impact many unlicensed users of those frequencies.   This is also a negative impact on various open source projects and american innovation in this area. NextNav's proposal can be a barrier to entry for this spectrum.  
